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NOTES UNLESS OTHERWISE SPECIFIED 
1. CAPACITOR VALUES ARE IN uF 



B 



2. RESISTOR VALUES ARE IN OHMS, 

2 SIGNIFICANT FIGURES = 5% 

3 SIGNIFICANT FIGURES = 1% 



3. T2 IS INSTALLED IN THE TRANSFORMER 
OUTPUT VERSION (MODEL 501-01) 



WHEN T2 IS INSTALLED, C13 & C14 
ARE OMITTED. 



WHEN T2 IS INSTALLED CHANGE R29 AND R30 TO 20 ohms (045033) 



WHEN T2 IS INSTALLED 

R118 & R119 ARE INSTALLED AND 

R1 1 9 IS ADJUSTED TO MATCH ANY 

OFFSET THAT MAY OCCUR AT U4-PIN 7. 
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